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ORIGIN INT-05 

INFO OCT-01 ISO-OO /006 R 

DRAFTED BY:INT/DOTA:JJOHNSON:OMM 
APPROVED BY:INT/DOTA:ERICE 

104549 

P 112226Z APR 75 
FM SECSTATE WASHDC 
TO HICOMTERPACIS PRIORITY 
GOVERNOR AMERICAN SAMOA PRIORITY 
GOV GUAM AGANA PRIORITY 

UNCLAS STATE 083594 

E.O. 11652: N/A 

TAGS: PGOV, TQ, AQ, GQ 

SUBJECT: DRUGS 

THE FOLLOWING PRODUCTS, INCLUDING VARIOUS INTRAVENOUS 
SOLUTIONS; GLASS BLOOD CONTAINERS; VIALS CONTAINING 
DILUENTS, ELECTROLYTES, ANESTHETICS, MUSCLE RELAXANTS, 
AND DEXTROSE INJECTIONS; ALL LOT NUMBERS BEGINNING 
'ITH "G" OR "M" MANUFACTURED BY MCGRA' LABORATORIES, 
DIVISION AMERICAN 'OSPITAL SUPPLY CORPORATION, 
MILLEDGVILLE, GEORGIA ARE BEING RECALLED FROM THE MARKET 
BECAUSE INSPECTION OF MCGRA W'S MILLEDGVILLE, GEORGIA 
PLANT HAS REVEALED SERIOUS DEVIATIONS FROM CURRENT DRUG 
GOOD MANUFACTURING PRACTICES. AS A RESULT OF THE 
INSPECTION, FDA HAS CONCLUDED THAT THERE IS NO ASSURANCE 
THAT THE PRODUCTS MANUFACTURED UNDER THE CONDITIONS 
FOUND ARE STERILE AND PYROGEN-FREE. 

2. THE FOLLOWING PRODUCTS ARE NOT, REPEAT NOT, 

INVOLVED. HYPERALIMENTATION KITS, HEPARIN, AND STERILE 
ADMINISTRATION SETS MANUFACTURED AT MILLEDGVILLE, 
GEORGIA. 
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3. NO PRODUCTS MANUFACTURED AT THE GLENDALE, 
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CALIFORNIA PLANT ARE INCLUDED. GLENDALE PRODUCTS DO NOT 
HAVE THE PREFIXES "G" OR "M" IN THEIR LOT NUMBERS. 

4. TERRITORIES ARE REQUESTED TO DETERMINE IF 
CONSIGNEES HAVE RECEIVED MAILGRAMS DATED FEB 14. 1975, 

AND LETTERS DATED FEB 13, 1975 AND FEB 20, 1975, REGARDING 
THE RECALL OF THE APOVE MENTIONED PRODUCTS. 

CONSIGNEES AS FOLLOWS: 

DIRECTOR OF HEALTH SERVICES, TTPI, SAIPAN 
DIRECTOR OF PROPERTY SUPPLY, TTPI, SAIPAN 
MARIANA ISLANDS, SAIPAN 

MAJURO, MARSHALL ISLANDS, TRUST TERRITORY 

KOROR, PALAU, WEST CAROLINE ISLANDS, TRUST TERRITORY 

TRUK, EAST CAROLINE ISLANDS, TRUST TERRITORY 

YAP, WEST CAROLINES, TRUST TERRITORY 

PONAPE, EAST CAROLINES, TRUST TERRITORY 

CATHOLIC MEDICAL CENTER, PO BOX 8840, TAMUNING, GUAM 

GUAM MEMORIAL HOSPITAL, PO BOX AX, AGANA, GUAM 

MEDICAL SUPPLY OFFICER, GOVERNMENT OF AMERICAN SAMOA 

TUTUILA, SAMOA 

SIGNED BY DR. PIMENTEL, CHIEF MEDICAL OFFICER, DEPT. OF 
INTERIOR, ACTING DOTA RICE SENDS. KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: DRUGS, CONSUMER PROTECTION, FOOD & DRUG REGULATIONS 

Control Number: n/a 
Copy: SINGLE 
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Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 
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Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 
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Review Action: RELEASED, APPROVED 
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